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Message Text 

UNCLASSIFIED 

PAGE 01 OTTAWA 01505 112325Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO FBOE-OO /018 W 

121038Z 002268/22 

R 112313Z MAR 77 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 2768 
INFO AMCONSUL TORONTO 
AMCONSUL VANCOUVER 

UNCLAS OTTAWA 01505 

E.O. 11652: N/A 
TAGS: ASEC, ABLD 

SUBJECT: STATUS OF PHYSICAL SECURITY PROJECTS IN 
VANCOUVER AND TORONTO 

1 . RECEPTIONIST COUNTER, LEXAN GLASS AND WOODEN DOOR HAS 
BEEN INSTALLED IN VANCOUVER. SECURITY DOOR TO BE INSTAL- 
LED UPON RECEIPT OF REQUESTED LOCKS FROM A/SY/T. 

2. IN TORONTO, PHASE 1 OF THE RENOVATION WELL UNDERWAY. 

NEW OFFICE ON THIRD FLOOR LEVEL IS COMPLETED AND WORK IN 
THE NIV SECTION SCHEDULED TO BEGIN NEXT WEEK. THE CON- 
TRACTOR IS NOW DEVOTING HIS FULL TIME TO THE PROJECT. 

ENDERS 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Sent Date: 11 -Mar-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19770TTAWA01505 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770085-1125 
Format: TEL 
From: OTTAWA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770369/aaaacimr.tel 

Line Count: 38 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 29c6bab9-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: STATUS OF PHYSICAL SECURITY PROJECTS IN VANCOUVER AND TORONTO 
TAGS: ASEC, ABLD 
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